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ORIGIN SY-05 

INFO OCT-01 EA-09 ISO-OO /015 R 

DRAFTED BY A/S Y/T : JFPERDEW : CMG 
APPROVED BY A/SY/T:DGFISCHER, CHIEF 

080367 

R 290220Z JAN 76 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 
INFO AMCONSUL HONG KONG 

UNCLAS STATE 022191 

TOKYO FOR RSO; PASS TO HABENICHT; HONG KONG FOR RTC 
E.O 11652:N/A 

TAGS:ASEC 

SUBJECT:MOTOR SIREN 

REF: TATUM/HABENICHT CONVERSATION RE HOUSEHOLD ALARMS 

1 . SY/T ATTEMPTING TO LOCATE SMALL MOTOR SIREN SUITABLE FOR 
USE IN RESIDENT ALARMS. 

2. WE CURRENTLY HAVE ON HAND SUCH DEVICE MADE BY YAHAGI 
KOGYO KK OF TOKYO. SPECIFICATIONS ARE: A. SIZE 3, B. 

230 VAC, C. 6K RPM, D. ,3A. SIZE APPROXIMATELY 3 INCHES 
IN DIAMETER BY 4 INCHES LONG. 

3. WE WISH TO KNOW US REPRESENTATIVE, IF ANY AND AVAIL- 
ABILITY HERE. ALSO WISH TO KNOW AVAILABLE SIZES, VOLTAGE 
AND CURRENT RANGES, DB OUTPUT AND PRICES IN TOKYO. 

4. TELEGRAPHIC REPLY REQUESTED ASAP. 

5. FOR HONG KONG RTC PLEASE ADVISE IF SIMILAR SIREN 
AVAILABLE IN HONG KONG. IF SO. PROVIDE INFORMATION RE- 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Note: 
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Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1976STATE022191 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JFPERDEW:CMG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760034-0314 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Original Previous Handling Restrictions: n/a 
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